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parts world 


PW03-207 


Connect Terminal A1 & FI 


Connect to A2 Terminal 
(Relay Controller) 



Connect to 
F2 Terminal (Earth) 


Connect to DF Terminal 
(Voltage Regulator) 


Precaution during fitment 

1.Inspect the Starter Generator for any external damage. 

2.Starter Generator mounting should not be loose after nut is tightened. 

3.Make connections as per the diagram shown and tighten properly. 

The above information is to the best of our knowledge and Parts World USA ILC docs not take responsibility for any damage caused due to carrying out the above. 
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